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the dual function of serving as the lower flexure guide 
and providing a dosing spring force. The valves are 
normally opened by energizing the lower (primary) 
solenoid. 

Notes: 

1. This valve assembly may find application in a 
variety of operations requiring simultaneous in- 
jection of two fluids into a processing system. 

2. Inquiries concerning this invention may be di- 
rected to: 

Technology Utilization Officer 
Manned Spacecraft Center 
Houston, Texas 77058 
Reference: B66- 10648 


Patent status: 

Inquiries about obtaining rights for the commercial 
use of this invention may be made to NASA, Code 
GP, Washington, D. C. 20546. 

Source: Parker Aircraft Company 
under contract to 
Manned Spacecraft Center • 
(MSC-1046) 
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